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Statistics of Metbopolitan and Pbovinciai Geneeal 
Hospitals for 1803. 

The returns for the year 1863, like those for 1862, are incomplete, 
no return having been received from University College Hospital, 
Middlesex Hospital, or the Great Northern. The other London 
general hospitals have forwarded returns, more or less complete. 
The number of country hospitals forwarding returns is not so large 
as in the year preceding, seven hospitals only having responded to 
the Society's circulars. 

It is hoped that the returns for 1864, some of which are already 
in the hands of the Secretary, -will be published early in the year 
1866, and that those for 1865 will be received in time for publication 
before the close of that year. 

Two additional tables have been added to the present report ; the 
one for London presents the rate of mortality for the three years, 
1861-63, the other, for the country, for the two years, 1862-63. 

The figures contained in these tables will serve to show the 
fluctuations in the rate of mortality of the same hospital from year 
to year. Similar tables will appear in future reports. 

In order to keep before the committees of management and 
medical officers of the several hospitals, in town and country, the 
origin of this series of reports, the resolutions passed at the meeting, 
held at Guy's Hospital, 21st June, 1861, are given below, slightly 
abbreviated. 

1. That the metropolitan hospitals should adopt one uniform system of 
registration of patients. 

2. That at every metropolitan hospital, there be kept one or more books, which 
shall comprise the following particulars relating to the patients : — the Age, Sex, 
Social Relation (Mar., Single, Wid.), Occupation, 'Name of Disease, or Injury, Date 
of Admission and Discharge, Result, Days in Hospital, and a column for remarks. 

3. That those hospitals which have not yet adopted a system of registration 
embracing the above particulars, are recommended to employ a register book con- 
taining all the annexed particulars in printed columns : — 

Nnmlier of Patient. I Date of Admission. | Name. | Residence (Street and Parish). I Medical 
Officer. | Ward. | Age. | Male. | Female. | Soc. Relat. (M. S. W.) | Occupation. | Name of 
Disease or Injury. | Date of Discharge | Result. | Days in Hospital. | Remarks. 

And that the first set of headings commencing with " Number," and terminating 
with " Ward," be printed on the left hand page, and that the remainder be placed 
on the right hand page of the Register; and also that each page of the register 
book be ruled to contain either 25, 50, or 100 horizontal lines, each line to give 
the particulars of an individual case. 

4. That as far as practicable in the column of the register book headed Disease 
or Injury, the nomenclature employed by the Registrar-General be adopted, with 
the additions contained in the forms submitted by Miss Nightingale to the Inter- 
national Statistical Congress. 

5. That the Council of the Statistical Society having kindly undertaken to 
publish in their Journal some of the loading statistics of the metropolitan hospitals, 
if provided annually with the necessary information, the authorities of the several 
metropolitan hospitals be requested, at the close of each year, to draw up and 
communicate to that Society a summary of the statistics of the hospital for the 
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METROPOLITAN 
Table I.— General Results. (No distinction 



Hospital. 



St. Bartholomew's 

Guy's 

St. "Thomas's 

London 

St. George's 

Middlesex 

St. Mary's 

Westminster 

King's College 

University 

Uoyal Free 

Charing Cross 

Metropolitan Free 

Great Northern :.. 

Totals (so far as\ 
returned) J 



Jienminiuff 

1st January, 

1863. 



No. 
481 
502 
195 
367 
291 



132 
165 
129 



83 

83 

8 



2,438 



Admitted 

during 
the Year. 



No. 
5,461 
5,005 
1,851 
4,368 
3,784 



1,924 
1,827 
1,447 



1,257 

1,102 

159 



28,185 



Total. 



No. 

694* 
?,5°7 
2,046 

4.735 
4,075 



2,056 
i»992 
i,576 



1,34° 

1,185 

167 



30,621 



Discharged 

Well or 

Convalescent. 



No. 
4,419 
2,500 
1,094 
1,850 
1,246 



1,216 
1,662 

787 



C74 

994 

83 



16,555" 



Relieved. 



No. 

1,539 

436 

1,833 

2,104 



391 
345 

459 

50 



7,157 



Tabib II. — Medical and Surgical 





Medical Wards. 




Hospital. 


Remaining 

1st January, 

1863. 


Admitted 
during 
the Year. 


Total. 


Discharged. 


Died. 


Remaining 

1st January, 

1864. 




St. Bartholomew's ... 


No. 
187 

189 

83 

109 

112 

65 
66 

21 

34 
1 


No. 
2,105 
1,886 " 

895 
1,287 
1,689 

957 

843 

302 

504 

82 


No. 
2,292 

978 
1,396 
1,801 

1,022 
909 

3*3 

538 

83 


No. 
1,752 
1,566 

771 
1,127 
1,485 

835 
780 

264 

451 

67 


No. 

322 

293 

117 

160 

200 

123 

129 

38 
53. 
10 


No. 
218 
216 
90 
109 
116 

64 

91 

21 

34 

6 




St. Thomas's 




































Metropolitan Free .... 




Totals (so far \ 
as returned) J 


867 


10,550 


",4'7 


9,098 


1,445 


965 





year j such summary to comprise the data tabulated in the manner represented on 
the accompanying form. 

6. That it be suggested to the authorities of the several metropolitan hospitals, 
that it will be of great public advantage if they will also publish annually a full 
report of the statistics of disease treated within the hospital, following, as far as 
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HOSPITALS. 

of Sex; nor of Medical or Surgical Oases.) 





Unrelieved. 


Discharged 

for 

Special Reasons. 


D ; cd. 


Tlemtiuihtij 

1st January, 

1HM. 


Brought 

in 

Bead. 


Hospital. 




No. 


Ko. 


Ko. 


No. 


Ko. 






148 


236 


557 


552 


26 


St. Bartholomew's 




067 
30 


89 
88 


486 
191 


520 
201 


7 
4 


Guy's 

St. Thomas's 




3i 


252 


381 


385 


iO 


London 




30 


105 


315 


275 


4 


St. George's 
Middlesex 




22 


95 
11 


188 
166 


114 
153 


35 
4 


St. Mary's 
Westminster 




75 


62 


178 


154 


IO 


King's College 
University 




29 


10 
6 


81 
85 
17 


87 

100 

11 


4 


Eoyal Free 
Charing Cross 
Metropolitan Free 
Great Northern 




741 


954 


2,645 


2,594 


U4 


/Totals (so far as 
\ returned) 



Cases, without distinction of Sex. 





Surgical Wards. 






Remaining 

\s( January, 

1863. 


Admitted 
during 
the Year. 


Total. 


Discharged. 


Died. 


Remaining 

\st January, 

1864. 


Hospital. 




No. 


No. 


Ko. 


No. 


No. 


No. 






294 
313 
112 

258 
179 


3,356 
3,119 
956 
3,081 
2,095 


3. 6 5° 
3.43 = 
1,068 

3.339 

2,274 


3,081 
2,929 

883 
2,842 
2,000 


235 
193 
74 
221 
115 


334 
310 
111 
276 
159 


St. Bartholomew's 

Guy's 

St. Thomas's 

London 

St. George's 




C7 
63 


967 
604 


i.°34 
667 


889 
618 


65 
49 


80 
63 


Middlesex 
St. Mary's 
Westminster 
King's College 




— 


— 


~— 


*~~ 


_ 


-*~* 


University 




62 

49 

6 


955 

598 

78 


1,017 

647 

84 


908 
543 

72 


43 

32 

7 


66 

72 
5 


Royal Free 
Charing Cross 
Metropolitan Free 
Great Northern 




1,403 


15,809 


17.212 


14,265 


1,034 


1,476 


("Totals (so far as 
\ returned) 



practicable, the arrangement and nomenclature employed by the Kegistrar-General 
and by Miss Nightingale in the paper referred to in the third resolution. 

7. That in the opinion of this meeting, it is essential that there should be in 
every hospital an officer charged specially with the duty of attending to the regis- 
tration of patients. 
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Table III. — Average Number of Patients and Mean Residence. 





All Cases. 


Medical Cases. 


Surgical Cases. 


Hospital. 


Average Number 
Resident. 


Mean 

Resi- 
dence. 


Average Number 
Resident. 


Mean 
Resi- 
dence. 


Average Number 
Resident. 


Mcr.n 
Resi- 




Males. 


Females. 


Total. 


Males. 


Females. 


Total. 


1 
Males. iFemales. 

1 


Total. 


dence 


St . Bartholomew's 


No. 

296 
113 

217 
162 

78 

32 

5 


No. 

209 

79 

120 

132 

62 

43 

7 


No. 
54* 
5°5 
192 
367 
294 

140 

75 
12 


Days. 
33 
33 
38 
31 
27 

26 

23 

27 


No. 
98 
108 
43 
60 
58 

28 

8 
2 

405 


No. 
108 
97 
38 
46 
61 

35 

10 
4 


No. 

206 
205 
81 
106 
119 

63 

18 
6 


Days. 
32 
36 
33 
31 
25 

21. 

22 
22 


No. 

179 

188 

71 

187 
104 

50 

24 
3 


No. 
156 
114 

40 

74 
71 

27 

33 
3 


No. 
335 
302 
in 
261 
175 

77 

57 
6 


Days. 
34 
32 




42 
30 




29 




29 


Westminster .... 
King's College .... 




Charing Cross ... 
Metropolitan Free 
Great Northern .. 


24 
32 


Totals (so far \ 
at returned) J 


933 


652 


2,126 


Average 
30 


399 


804 


Average 
28 


806 


518 


i.3H 


Avage 
31| 



Table IV. — Rale of Mortality. 





All Cases. 


Medical Cases. 


Surgical Cases. 


Hospital. 


Males. 


Females. 


Males 

and 

Females. 


Males. 


Females. 


Males 

and 

Females. 


Males. 


Females. 


Males 

and 

Females. 


St. Bartholomew's 
St. Thomas's 


Per cnt. 

9-9 

10-8 

10-5 

91 

9-3 

9-2 
138 

79 

9-2 

12-4 


Per cnt. 

8-7 
8-7 
101 
8-0 
70 

6-5 
110 

4-2 
62 
80 


Per cnt. 

n 

9'7 

io - 3 

8-6 

8-3 

T9 
9-0 

"'5 

6-0 
7-8 

10"2 


Per cnt. 
16-1 
18-7 
14-4 
15-4 
14-8 

14-9 
18-9 

151 
14-1 
190 


Per cnt. 
12-1 
123 
12-2 
84 
8-9 

7-9 
12-7 

8-5 
7-4 
7-0 


Per cnt. 
I4 - 
iS'S 
i3'i 

II'IO 

u-8 

11-4 
15-8 

11-7 

i° - 5 
13'° 


Per cnt. 
6-7 
6-8 
7-2 
6-9 
5-8 

4-8 
8-4 

5-8 
6-2 
60 


Per cnt. 
5-9 
5-0 
8-7 
7-8 
4-9 

4-5 

7-7 

2-9 
4-4 
8-0 


Ter cnt. 
6-3 
5'9 
7 - 9 

7"2 


St. George's 


5'3 




4-6 


King's College .... 


8-i 


Charing Cross .. 
Metropolitanlfrci 
Great Northern .. 


4-2 

5'5 
To 


Average (so far \ 
as returned) J 


— 


— 


9-1 


— 


— 


12-9 


— 


— 


6-2 



%* Table IV.— The denth-ratc in this and in the corresponding table of former reports is generally that stated in the 
returns j bat when not so stated, it has been computed thus : 

Annnal deaths 

Annn;it admissions + patients at the beginning — those at the end of the year. 
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Table V. — Admissions and Deaths in General and Special Wards. 



Hospital. 


General Wards, 
(Medical and Surgical.) 


Special Wards. 


General and Special Wards. 


Admitted. 


Died. 


llute of 
.Mortality. 


Admitted. 


Died. 


Admitted. 


Died. 


Rate of 
Molality. 


St. Bartholomew's .. 


No. 
5,197 
3,912 

4,368 

4,075 

1,789 
1,992 
1,576 

1,185 
167 


No. 

544 

467 

381 
315 

183 
157 
178 

85 
17 


Per cnt. 
10-47 
n-85 

8-72 
7-73 

IO-23 

7-87 
11-30 

7 - i5 
10-18 


No. 

745 

1,063 

No aocou 
Nil 

135 

Nil 
55 

Nil 


No. 
13 
19 

nt kept 
Nil 

5 

Nil 

1 

Nil 


No. 
5,942 
5,005 

4,368 
4,075 

1,924 
1,992 
1,631 

1,185 
167 


No. 

557 

486 

381 
315 

188 
157 
179 

85 
17 


Per cnt. 
9'37 
9-71 


St. Thomas's 




8-72 
7-73 






9"77 

7-87 

10-97 

7-15 
io-t8 




Charing Cross 

Metropolitan Free .. 
Great Northern ... 


Totals (so far "1 
as returned) J 


24,291 


2,327 


Average 
9'5 


1.99S 


38 


26,289 


2,365 


Average 



Additional Table. — Rate of Mortality in the General JVards for the Years 
1861, 1862, and 1863. 



Hospital. 



St. Bartholomew's.. 

G-uy's 

St. Thomas's 

London* 

St. George's 



Middlesex 

St. Mary's 

Westminster ... 
King's College 
University 



Royal Free 

Charing Cross 

Metropolitan Free.. 
Great Northern 



Average (so far as returned) 



1861. 



123 

11-2 

9-8 

8-4 
8-7 

11-6 
10-9 
9-9 
111 
11G 

6-7 
8-4 
7-1 
8-3 



9-7 



1862. 



8-8 



1863. 



12-5 


11-7 


11-8 


11-9 


8-8 


10-4 


7-7 


8-8 


8-4 


8-3 


10-0 


10-3 


10-4 


90 


10-1 


12-9 


7-3 


6-5 


8-6 


7-9 


5-3 


10-9 


4-2 


— 



9-9 



* No account of special wards. 
Additional Table. — See note to Table IV, ante. 
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COUNTY 
Table (I). — General Results. (No distinction 



Hospital. 


Remaining 

\st January, 

1863. 


Admitted 

during 

the Year. 


Total. 


Discharged 

Well or 
Convalescent. 


Relieved. 






No. 
54 

18 

114 

14 
93 

59 
143 


No 
692 

856 

973 

213 
596 

491 
1,358 


No. 
1¥> 

874 
1,087 

227 
689 

55° 
1,5°' 


Ko. 
362 

779 

843 

170 
260 

302 


Ko 
138 

6 
244 

109 




Devonshire (Buxton, 1 




Royal Isle of Wight (in- \ 

West Sussex, East Hants, 1 
and Chichester (infir- I 

Hull General (infirmary) .... 








Totals (so far as\ 


495 


5,179 


5> 6 74 


2,716 


497 





Table (II). — Medical and Surgical 





Medical Wards. 




Hospital. 


Remaining 

1st January, 
1863. 


Admitted 

during 

the Year. 


Total. 


Bis- 
charged. 


Died. 


Remaining 

\st January, 

1864. 






No. 
50 
26 

18 


No. 
388 
190 

186 


No. 

43 & 
216 

204 


No. 
3G8 
177 

163 


No. 
29 
10 

5 


No. 
41 
29 

36 




Devonshire (Buxton, \ 

Eoyal Isle of Wight (in- "1 

West Sussex, East Hants, 1 
and Chichester (infir- >• 

Hull General (infirmary) ... 
















Totals (to fir as\ 


94 


764 


858 


708 


44 


106 
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HOSPITALS. 

of Sex; nor of Medical or Surgical Cases.) 







Discharged 




Remaining 


Brought 






Unrelieved. 


for 


Died. 


let January, 


in 


Hospital. 






Special Keaaons. 




1864. 


Dead. 






No. 


No. 


No. 


No. 


No. 






21 


77 


22 


72 


— . 


York County 




70 


t 


2 


13 


— 


f Devonshire (Bunion. 
\ Derbyshire) 




18 


00 


41 


109 


'3 


Norfolk and Norwich 
Taunton and Somerset 










22 


14 


— 


Stockport (infirmary; 




9 


07 


23 


St 


a 


Gloucester „ 




— 


— 


— 


— 


— 


/ Royal Isle of Wight (in- 

\ firmary) 

f West Sussex, East Hants, 














< and Chichester (infir- 
[ mary) 

Hull General (infirman I 




7 


40 


17 


75 


— . 


Cheltenham 




— 


— 


— 


— 


— 


Leicester 




— 


— 


— 


— 


■ — 


Wolverhampton 




131 


248 


130 


367 


15 


Totals 



Cases, without distinction of Sex, 





Surgical Wards. 






Remaining 

1st January, 

1863. 


Admitted 

during 
the Year. 


Total. 


Dis- 
charged. 


Died. 


Remaining 

\st January, 

1864. 


Hospital. 




No. 
01 

07 
41 


No. 

585 

400 

305 


No. 

649 

473 

346 


No. 

553 

405 

295 


No. 
28 
13 

12 


No. 
68 
55 

39 


York County 

/Devonshire (Buxton, 

\ Derbyshire) 
Norfolk and Norwich 
Taunton and Somerset 

Stockport (infirmary) 

Gloucester „ 
/Eoyal Isle of Wight (iu- 
\ firmary) 

(" West Sussex, East Hants, 
•< and Chichester (infir- 
L mary) 

Hull General (infirmary) 
Cheltenham 
Leicester 
Wolverhampton 




172 


1,296 


1,468 


1,253 


53 


162 


Totals (so far as returned) 
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Table (III). — Average Number of Patients and Mean Residence. 





All Cases. 


Medical Cases. 


Surgical Cases. 


Hospitul. 


Average Number 
Resident. 


Mean 
Resi- 
dence- 


Average Number 
Resident. 


Mean 
Resi- 
dence. 


Average Number 
Resident. 


Mean 
Resi- 




Males- 


Females. 


Total. 


Males. 


Female?. 


Total. 


Males. 


Females. 


Total. 


dence. 




No. 

72 
56 

28 


No. 
51 
32 

30 


No. 

59 

88 
5« 


Days. 

25 
41 

52 
38 


No. 
24 
14 

9 


No. 
27 
13 

11 


No. 
51 

27 

20 


Days. 
66 
45 

13 


No. 
49 
42 

19 


No. 
24 
19 

19 


No. 
'I'i 
61 

38 


Days. 


Devon shire (Buxton,"l 

Norfolk and Norwich .. 
Taunton and Somerset . 

Stockport (infirmary).... 
Gloucester „ 
Boyal Isle of Wight 1 


41 
52 


West Sussex, East"! 
Hants, and -CM- !• 
Chester (infirmary) J 

Hull General (hrfir-1 


23 














Totals (so far as \ 


156 


113 


3*8 


Average 

39 


47 


51 


98 


Average 

41 


110 


62 


172 


Average 

39 



Table (IV). — Rate of Mortality. 





All Cases. 


Medical Cases. 


Surgical Cases. 


Hospital. 


Males. 


Females. 


Rate of 
Mortality. 


Males. 


Females. 


Rate of 
Mortality. 


Males. 


Females. 


Rate of 
Mortality. 




Per cnt. 

0-4 
5-3 

30 
30 


Per cnt. 

•0 

5-2 
3-9 

2-7 


Per cnt. 
3 - 3 

•2 

5"i 

i°"3 
3 "4 

2 - 9 


Per cnt. 
73 
5-0 

5-0 


Per cnt. 
5-9 
4-1 

1-0 


Per cnt. 
6-6 
4-6 

3'° 


Per cut. 
4-3 
2-3 

30 


Per cnt. 
43 
3-7 

40 


Per cnt. 


Devonshire (Buxton, 1 


4' 3 


Royal Isle of Wight (in-"l 

West Sussex, East Hants, 1 
and Chichester (infir- \ 

Hull General (infirmary) ... 


3'° 
i'S 














Ayerage (so far as 1 


— 


— 


4' 2 


— 


— 


4" 1 


— 


— 


3-6 



Table (IV).— See note to Table IV, ante. 
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Table (V). — Admissions and Deaths in General and Special Wards. 





General Wards. 
(Medical and Surgical.) 


Special Wards. 


General and Special Wards. 




Admitted. 


Died. 


Bate of 
Mortality. 


Admitted. 


Died. 


Admitted. 


Died. 


Kate of 
Mortality. 


... 

Devonshire (Buxton, \ 

Boyal Isle of Wight (in-1 

West Sussex, East Hants, 1 
and Chichester (infir- > 

Hull General (infirmary) .... 


No. 

657 
856 
973 

227 
689 

1,358 


No. 
22 

2 

44 

22 
23 

79 


Per cnt. 

3 - 35 

■23 

4 - 5* 

9-69 
3'34 

5'8z 


No. 
35 

Nil 
Nil 

107 


No. 
Nil 

»! 

Nil 
Nil 


N.i. 
GJ2 

856 

973 

227 
689 

1,465 


No. 
22 

2 

44 

22 
23 

79 


Per cut. 
3-18 

•23 
4'5* 

9 -e 9 

3"34 




5'39 










Totals (so far as\ 


4,760 


192 


Average 

4'5 


142 


~ 


4,902 


192 


Average 
4'4 



Additional Table. — Sate of Mortality in the General Wards for the Years 

1862 and 1863. 



Hospital. 



York County 

Devonshire (Buxton, Derbyshire) 

Norfolk and Norwich 

Taunton and Somerset 



Stockport (infirmary) 

Gloucester „ 

Royal Isle of Wight (infirmary) 

West Sussex, East Hants, and Chichester (infirmary) 



Hull General (infirmary) 

Cheltenham 

Leicester 

Wolverhampton 



Average (so far as returned) 



1862. 



66 

1 

4-7 

2-2 

8-3 
5-1 
53 
63 

7-1 
2-8 
6-2 
9-3 



5-3 



1863. 



34 

•2 
4-5 



10-3 
3-8 



3-6 



4-3 



* # * The rates of mortality in this table have been calculated afresh from the data supplied by 
the several hospitals. See note to Table IV, ante. 

Note. — In all these tables the blanks ( — ) must be understood to imply an absence of informa- 
tion. The information comprised in Table V respecting special wards, was supplied by the several 
hospitals in answer to a circular letter sent by the honorary secretaries of the Statistical Society. 
The inquiry was suggested by the wide differences existing in the rctes of mortality in hospitals 
having many circumstances in common. 
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